RO. TY REPORT 
Approved For Release PRO TOSIOA, &]A;RDP81B00878RQQ 3OC0TOOERS 22-R145 


INSTRUCTIONS TO CONTRACTOR: To be completed and forwarded to the Contracting Officer, in quadruplicate, as soon 
as practicable after the execution of the contract and in any event prior to final payment under the contract. 


1, 2and % If royalties in excess of $250 have been paid or are to be paid to any ONE licensor, complete items 
1 through 9 of the form, showing in Section II the information regarding ONE such licensor. If information re- 
garding MORE THAN ONE licensor must be furnished, complete items land 2 and all of Section II on separate copies 
of the form for each additional licensor and attach to the signed report form, 


SECTION | 
1. NAME AND ADORESS OF CONTRACTOR 2. CONTRACT NUMBER 
General Precision Laboratory Incorporated 
63 Bedford Road, Pleasantville, New York 
(7) b. FIxep-price 


4e SUBJECT MATTER OF CONTRACT (Include quantities if Practicable to do so) 


5+ NUMBER OF LICEN= 
SORS IN ADDITION TO 
LICENSOR NAMED IN 
ITEM 6 


SECTION 1} 
6. NAME AND ADORESS OF LICENSOR (If more than one licensor, see Instructions to Contractor above) 


7. PATENT NUMBERS OR SERIAL NUMBERS AND FILING OATES OF PATENT APPLICATIONS CONSTITUTING THE BASIS FOR SUCH 
ROYALTIES, OR IF ROYALTIES ARE NOT PREDICATED ON PATENTS OR PATENT APPLICATIONS, BASIS ON WHICH ROYALTIES 
ARE PREDICATED 


8. MANNER OF COMPUTING ROYALTIES 
ae BRIEF IOENTIFICATION OF ROYALTY=BEARING UNIT OR PROCESS 


b. ROYALTY RATE ON ABOVE UNIT OR PROCESS (Percent or ©» TOTAL AMOUNT OF ROYALTIES (Including first $230) 
dollars) : 


; SECTION II! : 
9« CERTIFICATE: CONTRACTOR CERTIFIES, !F ITEMS 3 THROUGH 8 HAVE NOT BEEN COMPLETED, THAT ROYALTIES IN EXCESS oF 
$250 HAVE NOT BEEN PAID AND ARE NOT TO BE PAID To ANY ONE LICENSOR IN CONNECTION WITH THE PERFORMANCE OF THE A— 
BOVE {DENTIFIED CONTRACT. CONTRACTCR CERTIFIES THAT {TEMS 5 THROUGH 8, IF COMPLETED, AND ALL ATTACHMENTS RE— 


QUIRED FOR SUCH ITEMS, ARE TRUE AND CORRECT AS TO PAST TRANSACTIONS AND REPRESENT CONTRACTOR'S SEST ESTIMATE AS 
TO FUTURE TRANSACTIONS INCLUDED IN THIS REPORT. 
DATE : 


12/16/58 


10. CLEARANCE: (No 
SON AUTHORIZES CLEA fe 
RE PORT ING REQUIREMENTS: THEREOF, - 


an 


D PER— 
PAYMENT-WITHHOLDING PROVISIONS OF THE ROYALTY 


SIGNATURE AND TITLE STATINTL 
..RDP81B00878R001300070062-8 


swale Ay et) — 
DD. bi 516 REPLACES EDITION OF 1 JUL 54, WHICH 1S OBSOLETE. GPO 893678 


- 


| 


+ ApprovePPRF Rie NYSE. gO4s MUGEN AR BPs 1 B00878ROGISOMGLOGB2-S)-1 160 


(Pursuant to ‘‘Patent Rights 


INSTRUCTIONS TO CONTRACTOR 


This form may be used for INTERIM and FINAL reports, and A FINAL report shall be submitted as soon as practicable 
when used shall be completed and forwarded to the Contracting after the work under the contract is complete and shall in- 
Officer in triplicate. | clude (a) a summary of all inventions required bythe contract 

; to be reported, including all inventions previously reported 
An INTERIM report shall be submitted at least every twelve and any inventions since the last INTERIM report; and (b) 
months, commencing with the date of the contract, and should any required information for subcontracts which has not pre- 
include only those inventions and subcontracts for which com- viously been reported. 


plete information has not previously been reported. 
1. NAME ANO ADDRESS OF CONTRACTOR 
General Precision Laboratory Incorporated HF-22)9 
63 Bedford Road, Pleasantville, New York 
(Ja. INTERIM GR). Finac 


SECTION I - INVENTIONS (‘‘Subject Inventions’’ required to be reported by the ‘‘Patent Rights’’ clause) 
4. INVENTION DATA (check ane) 
stxle. THERE WERE NO INVENTIONS WHICH REASONABLY APPEAR TO BE PATENTABLE 


(l]b. LisTEO BELOW ARE INVENTIONS WHICH REASONABLY APPEAR TO BE PATENTABLE. ANY INVENTION DISCLOSURES WHICH 
HAVE NOT BEEN PREVIOUSLY SUBMITTED TO THE CONTRACTING OFFICER ARE ATTACHED TO THIS REPORT. 


Cay (iv) (v) 
CONFIRMATORY 


aepay CONTRACTOR CICENSE OF 
HAS EES IGNMENT HAS 
APPLICATION OR WILL FILE | ASSIGNME 
TITLE OF INVENTION SERIAL NUMBER U.S. PATENT aan Bae 
AND CONTRAC- | APPLICATION |EO TO CONN NT 
TOR’S DOCKET NO. TING OFFIC 
YES YES 


| SECTION IE - SUBCONTRACTS (Containing a ‘‘Patent Rights’ clause) 
5. LISTED BELOW 1S INFORMATION REQUIRED BUT NOT PREVIOUSLY REPORTED FOR SUBCONTRACTS. {ff not applicable, write 


“None”.) 


1 ‘ 
‘i : ea UDO ave CLAUSE Cv) DATE 


SUBCONTRACT NUMBER |FURNISHED TO CON” SUBCONTRACT 
TRACTING OFFICER COMPLETED 


NAME AND iADDRESS OF SUBCONTRACTOR 


None 


STATINTL 


SECTION Il - CERTIFICATE 


| 
CONTRACTOR CERTIFIES THAT THIS REPORT OF INVENTIONS AND SUBCONTRACTS, 


INCLUDING ANY ATTACHMENTS, 


18 CORRECT TO THE BEST OF THE CONTRACTOR'S KNOWLEDG 


E AND BELIEF. —/ 


PO 906363 


FORM 
1 NOV 85 


